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Sir: 

The case of William F. Friedman 
Appeal No : 21,161 
Serial No: ^ 78,193 

will be heard by the Board of Appeals on the 

25th day of September 1950 
The hearings will commence at 9:30 a. m. and as soon as 
the argument in one case is concluded, the succeeding case 
will be taken up. 

The time allowed for argument is thirty minutes. 

By special leave, obtained before the argument is 
commenced, the time may be extended. 

Briefs must be filed TWENTY (20) DAYS before the day 
of hearing. (Rule 137, amended September 6, 1945.) 

Very truly yours, 
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